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Safety Checklist ideas for: General Safety Smarts 
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WorkplaceSafetyWarehouse.com fj% 

We're one of Australia's leading suppliers of workplace safety products online 
and we're committed to helping you reduce injuries, hazards and costs in your workplace 



Don't let tough business 
budgets force a compromise on 
safety. 

We can offer partial deferred 
payment plans and special 
bundle pricing to help 
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Search terms that may have bought you herei General Safety Smarts, safety audit, ppe check, audit 
checklist, risk assessment 




Note well that the information on this page is not intended to represent professional advice of any kind. It is 
provided as an example to show points that some have considered for inclusion in safety checklists and safety 
audits in specific situations and will not be relevant or accurate in all situations, Professional advice should be 
sought before acting or relying on any information provided on this site, Please see our terms and conditions for 

more information. 

Example Safety Checklist for: 

General Safety Smarts 




Applicability: Industrial/Warehousing 



Safety is not rocket science and using common sense goes a long way to ensuring the safety of 
staff 



Bullet Point Safety Checklist 



• Ensure inexperienced personnel are placed with experienced personnel while learning 

• Supervisors need to ensure additional supervision is in place for inexperienced personnel 

• Never knowingly endanger yourself or others 

• Report all incidents, injuries and near misses, regardless of their severity for the learning's 
they carry 

• Engaging the right people with the right experience and attitude to ensure effective risk 
management 

•Watch for exposed electrical wiring everywhere 

• Ensure PPE is worn at all times. 

• Don't expose employees to sharp edges and provide barricades and correct PPE 
•Watch for trip hazards every where 

• Before using any equipment, think about the task and ask yourself, "Can I be hurt?" 

• Businesses need to ensure that where our personnel have limited skills and experienced, they 
are effectively managed. 



Some people who found this information useful went on to look at these 

workplace safety products: 



Clear Em Stick 


MD22 Tracker - Reusable Ear Plug 


V006 Hi Viz Orange with H Silver 


Only $16.20 
Antifog your lens with the Clear Em 


Corded 


Tape Vest - Dav / Night Use 


Only $13.50 


Only $14.20 




http://www.workplacesafetywarehouse.com/safety-checklists-for-ppe/general-safety-smarts-safety-checklist.htm 
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Stick. 



Apply to your lens and polish clean 
with the included microfibre cleaning 
cloth. 

View the video on our ebook or Tube 
page: 

Download MSDS e. 

.. (Click image for more details) 




.workp4allsafetywarehouse.com 



The MD22 tracker contains a hidden 
metal bearing making it ideal for use in 
the food processing industry where x- 
rays or metal detectors are used to 
track for unaccounted metal parts. 

The Tracker is certified to 
AS/NZS1270 as a class 4, 22dB 
reusable earplug. 

Comes in a handy hard .. (Click image 
for more details) 
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•Hi Viz Orange with H Pattern Silver 
Tape'Horizontal Hook and Keeper 
strips* Silver TriirrClass D/N: 
Day/Night Use 

Complies to:^AS/NZS 
1906.4^AS/NZS 4602.1:2011 

Sizes:^V006OHM - 
Mediums V006OHL - 
Large^V006OHXL - Extra 
Large— >V006.. (Click image for more 
details) 




Click here to go back to the Safety Checklist Index 



Never take your eye off safety 



inks for your interest in keeping people safe and we hope you will join us in spreading the safety message far and wide because once i 



We're continually expanding our range with even more great safety equipment, so make sure you check back often. If you can't find 
something you're after, click this contact us link and we'll try to find it using our network of overseas and Australian safety product 

suppliers. 

Check out some of our most popular product categories including: Warning Lights . Ear Muffs and Ear Plugs and Gloves and Hand Protection 
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